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NARA RG104, Entry 1, Box 146 


[Abstract:] Asks explanation of the difference according to the Treasurer’s Report... 
P 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
June 2, 1887 


Sir: 


The Treasurer of the United States gives the amount of minor coin transferred to you for 
recoinage as $229, 288.74, add to this the amount stated by you as exchanged gives a total of 
$233,128.61 while the total is given in your statement of the 27th ultimo as $233,310.93 a 
difference of $182.32 which I will thank you to explain. 


I enclose herewith a copy of the Treasurer’s statement for comparison with your records. 
Very respectfully, 
James P. Kimball 
Director of the Mint 
Hon. Daniel M. Fox 
Supt. U.S. Mint 
Philadelphia, Pa. 


6/4 The Treasurer omits 14 Transfers and included coin not melted. L.R.C. 


